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ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

007288 030155Z/75 

R 300836Z JUN 78 
FM AMEMBASSY JAKARTA 
TO USDOC WASHDC 
AMEMBASSY SINGAPORE 
INFO SECSTATE WASHDC 9879 
AMEMBASSY MANILA 
AMCONSUL SURABAYA 

UNCLAS JAKARTA 881 1 

MANILA FOR: US/ADB REPRESENTATIVE 

EO 11652: NA 
TAGS: BTIO, ID 

SUB J : FOREIGN GOVERNMENT TENDER - GARUNG HYDROELECTRIC PROJECT IN C. 

JAVA 

1. 560/01/T051 
2. 063078 

3. ROSOENOTO 

4. 560 INDONESIA 

5. N - PERUSAHAAN UMUM LISTRIK NEGARA (GOVERNMENT OWNED ELECTRIC 

UTILITY) 

6. A. WRITE TO - 

B. DIRECTOR OF PLANNING 

C. PERUSAHAAN UMUM LISTRIK NEGARA, JALAN TRUNOJOYO BLOK M 
1/135, KEBAYORAN BARU, JAKARTA SELATAN, INDONESIA. 

7. - 

8. 100578 10:00 A.M. 

9.201 

10. JAKARTA DAILY "THE INDONESIA TIMES" RECENTLY CARRIED ANNOUN- 
CEMENT THAT PLN (GOVERNMENT OWNED ELECTRIC UTILITY), AGENCY OF 
GOI MINISTRY OF MINES AND ENERGY, WISHES TO INVITE OFFERS FOR 
UNCLASSIFIED 
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THE DESIGN, MANUFACTURE, SUPPLY AND ERECTION OF THE GENERATING 
EQUIPMENT AND METALWORKS; THE DESIGN, MANUFACTURE AND SUPPLY OF 
TRANSMISSION LINE MATERIALS, SUBSTATION AND POWER LINE CARRIER 
EQUIPMENT FOR THE GARUNG HYDROELECTRIC PROJECT IN CENTRAL JAVA. 

INTERESTED TENDERERS FROM MEMBER COUNTRIES OF ADB AND LUXEMBOURG 
ARE INVITED TO APPLY FOR THE TENDER DOCUMENTS. THE PROJECT SITE 
IS LOCATED AT THE UPPER REACH OF THE SERA YU RIVER, NEAR WONOSOBO 
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TOWN, ABOUT 150 KM SOUTHWEST FROM SEMARANG, THE PROVINCIAL CAPITAL 
OF CENTRAL JAVA. 

1 1 . THE MAIN FUTURES OF THE TENDER IS AS FOLLOWS: 

I. GENERATING EQUIPMENT 

LOT 1 - TWO 13,700 KW HYDRAULIC TURBINES 
- TWO 15,000 KVA A.C. GENERATORS 

INDOOR SWITCHGEARS, CONTROL BOARDS AND ANCILARY 
EQUIPMENT. 

LOT 2 - TRANSFORMERS 

-OUTDOOR SWITCHGEAR AND ANCILARY EQUIPMENT. 

II. METALWORKS 

- ONE INTAKE TRASH RACKS (7.200 X 6.500 SQ.M.) 

- ONE INTAKE GATE (2.600 X 2.600 SQ.M.) 

- STEEL PENSTOCK AND BIFURCATION (2.600 TO 1.000 M) IN DIAMETER, 

LENGTH APPROX. 2.300 AND INCL. AIR RELIEF VALVES. 

- ONE HOLLOWJET AND GUARD VALVE 1.000 M IN DIAMETER 

- EACH ONE SET OF TWO TYPE TAILRACE GATE (2.500 X 1 .700 
SQ.M AND 1.000 X 1.000 SQ.M) AND MONORAIL HOIST. 

III. TRANSMISSION LINE, SUBSTATION AND POWER LINE CARRIER 

- 150 KV TRANSMISSION LINE, LENGTH APPROX 70 KM 

- ADDITIONAL SWITCHGEAR AND CONTROLLING EQUIPMENTS FOR 
MAGELANG SUBSTATION. 

- DESPATCHING GUIDANCE ERECTION EXPERT (ENGINEER) FOR ERECT 
SUBSTATION AND POWER LINE CARRIER TELEPHONES EQUIPMENT. 

12. U.S. IS LISTED IN TENDER DOCUMENTS AS ELIGIBLE SUPPLIER. 

BEGINNING 070578 ALL COMPLETE SET OF TENDER DOCUMENTS MAY BE 
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EXAMINED AND OBTAINED AGAINST PAYMENT 

OF RUPIAH 75,000 (APPROX. $180.72) PER SET (NON-REFUND ABLE) FOR 
GENERATING EQUIPMENT (LOT I & II), RUPIAH 40,000 (APPROX. $96.39) 

FOR METALWORKS AND RUPIAH 35.000 (APPROX. $84.34) FOR TRANSMISSION 
LINE, ETC. FROM ADDRESS LISTED ITEM SIX B & C ABOVE. WHEN 
EMBASSY RECEIVES TENDER DOCUMENTS WILL FORWARD TO COMMERCE. 
MASTERS 


UNCLASSIFIED 


NNN 
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